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The purchase 

of a Redfield scope is a f if etime investment in one of the 
world's most precise optical instruments. 

Since 1909, when John Redfield first set standar^^Sk 
of design, quality and performance in gun sight / 
Redfield has been the leader in the sporting optics 
industry. And ever aware of the obligations such a 
position brings, Redfield has consistently created and 
introduced important new ideas and features in rifle 
scopes. 

Such industry firsts as the non-magnifying, 
constantly-centered reticle. Accu-range distance 
estimator Widef ield design for wider field of view. Low 
Profile mounting for sleek, handsome and tighter cheek 
to stock fit. And specially designed scopes for Metallic 
Silhouette shooting and varmint hunting. 

Your choice of a Redfield scope indicates the high 
importance you place on quality and product excellence. 
From initial concept through product distribution we 
have one goal in mind at Redfield . . . to help make your 
hunting hours more enjoyable. 





IMPORTANT 
CONSIDERATIONS 
f»!N SCOPE BUYING. 







Before you purchase your rifle scope there are 
several important considerations you should weigh 
before you make your choice. 

Obviously the manufacturer's reputation for quality 
of workmanship and materials should be considered. 
The performance features of the scope, range, power, 
field of view and the mount- 
ing system are others. And, 
of course, the price. 

The power and field of 
view needed in a scope are 
determined by its usage, in 
shorter range hunting in 
heavy timber or brushy low- 
er power and a wide field of 
view are best. Longer 
ranges in open country 
require a higher magnifica- 
tion. A fixed power scope 
can serve you well for 

single purpose shooting (long range varminting, etc.). If, 
however, you do a wide variety of shooting, from brush 
hunting to target shooting, a variable power scope 
provides the versatility you’ll want to cover these 
^various situations. Check the table at the bottom of the 
mage for more detailed recommendations. 

We aiso invite you to send for a copy 
of Redfield's latest edition of the Scope 
Buyer’s Guide. This pocket-sized booklet 
provides you with detailed information 
on scope selection. It also discus- 
ses the characteristics and func- 
tions of rifle scopes. 



In the finest American tradition, every person 
involved in the design, assembly and testing of a 
Redfield scope assumes a personal responsibility to 
uphold the product s leadership in quality and 
performance. 

Working with the best materials in a modern factory 
atmosphere, Redf iei d 
people give meticulous at- 
tention to detail. Apply 
rigid measurements of 
quality control and inspec- 
tion. And take genuine 
pride in achievement. 

Redfield’s excellence 
starts with the extensive 
shooting experience of our 
engineering and design 
specialists. It continues 
with our exhaustive testing 
under an enormous variety 
of factory and field conditions. 

Finally a series of impact and environmental tests 
along with visual evaluations are given. And for abso- 
lute assurance, another round of field tests. All of this 
is so each Redfield scope performs its optical functions 
to perfection. 
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Hunting tllujilen 


Fin a d 


Variable 


Big game In heavy 


2Vax 




tifnd&r or brush 


2*4* 


1 V4X Sx 




4* 




Partially open 


4x 


2*-?x 


areas at medium 


6* 


3x-9x 


range 






longer ranges In 


fix 


; a*-9x 


open country 


IGX 


4x-l2x 

6x-1S* 


Vermin! hunting, 




i 3* -9* 


wange practice 


10* 


i 4*-12 k 
6x-lSx 



eturaetarMic* 

Low power and a wide field 
of view needed for running 
gene at close range, 

Wade enough field of view 
for woods or hacking movtng 
animals. Qood compromise 
power lor var minting. 

Higher magnification 
for longer shots, good 
resolution and detail. 
Optimum power for 
smaii Targets at 

very long range, 
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UJidefield 

NOW ALL WITH LOW 
PROFILE CONFIGURATION 
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In 1968, Redfieid pioneered Widetield, the innovate wide-angle 
eye-piece that offe^you up to 30% more field of view. Since then* 
there, have been many imitators, but none with the expertise and 
experience that Redfieki has to back up the quality and perfor- 
mance of the Redfieki WicMekL The ability to locate game faster, 
follow it longer and soueeza oft a perfect shot has made the 
Widefseid the *dde .a^gle rifle scops most appreciated by the 
hunter. - ( / 

m- *J& ¥ im &%Vr&L ^ 

™ CMH ™ ■ 



The entire Widefield line incorporates another Redfiekj im- 
provement that hunters will applaud, Ifs the sleek, taw-siung, 
functional feature called "Low Profile ' By flattening both the objec- 
tive bell and eyepiece, the scope mounts lower on the receiver 
without removing the rear iron sight on most rifles. The ' ovve yJk 
mounting makes a good-looking rifle even more handsome 
allows it to slip easier in and out of a saddle scabbard . . . permits f 
better cheek-to-stock fit. 

Elevation and windage caps are now straight knurled at more 
of a vertical angle to provide a better finger grasp, yet they remain 
snag-proof when carried through the brush. One-piece tube con- 
struction helps eliminate any possible leakage of nitrogen or entr- 
ance of moisture-laden air that could cause togging. The power 
ring fever knob on variable models has been lengthened to provide 
a better grasp and easier one-hand adjustment. Improved 
eyepiece lock ring raw has dual knurled area for better gripping 
surface. 

All Widefleld Low Profile scopes are one-piece tube construe- , , i 
bon. They're aluminum alloy for maximum durability at the lightest 
possible weight. Surfaces are a hard, anodized finish that is beauty . 
fully lustrous and rust -proof 

We offer Widefteld Low Profile in a wide range of fixed and 
variable powers. One ts sure to fit the shooting requirements of . 
every rifleman, , H • " ' ; 1 
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See more of what 



See more of what you’re looking for with 

Wicefieid's uc to 30% wider field of view. 
— — — . ... . — 







LBLU PROFILE 

UJidefield' 



FIXED POWER 



6x — Effective in mountains or open country 
where reach for long-range shots is needed. 
An efficient combination of 6x magnification 
for mere detail and up to 30% extra field of 
view that allows you to see more of the target 
area. Good medium to long range scope for 
flat- shooting varmint rifles ."too. 



Reticle’ 


Price 


Item No. 


CH 


$129.90 


146600 


PCH 


H 


146603 


4-PCCH 




146604 


4-Piex 


- 


146606 


2 ■ Dot 


$145.70 


146602 



VARIABLE POWER 



1% x-5x — Perfect for fast, accurate shoot- 
ing with brush or slog gun. Has a 70-toof field 
of view at 100 yards when se: at 1 V*x. Yet can 
Oe cranked up to as high as 5x when targets 
calf for longer ranges Compact, figh! weight. 
The most economical choice in a variable 
Widefieid Low Profile scope. 



Reticle* Price Item No* 

CH $128.00 113600 

PCH - 113603 

4-PCCH - 113604 

4’Plex * 113606 



1% x-5x Aecu- Range Variable" 

Reticle* Price Item No. 

ARCH Si 43.00 113610 

AR 4-Piex - 113616 



2¥* x — An economical scope that will stand 
a lifetime of tough use. ideal for dose- 
range hunting with the popular 30/3 Q. other 
brush rifles cr slug guns. Provides 55,5' field 
of view at 1QG yards. Allows you to get on 
targets fast even in the poor light of early 
dawn or dusk.. 



Reticle' 

CH 
PCH 
4-PCCH 
4-Plex 
3' Dot 



Price 

$103.80 



$ 1 1 6.70 



Item No. 
141000 
141001 
141005 
141007 
141002 



4x — Popular,, compact and economical. 
Offers the versatility needed for both dose 
in and moderate long ranges. Nearest thing 
to an all-purpose, ai ha round fixed power 
scope. 



Reticle* 

CH 
PCH 
4-PCCH 
4-Plex 
3 J Dot 



Price 
S1 15.90 



3132.70 



Item No. 

143600 

143603 

143604 

143606 

143602 




2x-7x — Sleek, compact and fight weight As 
versatile a scope as you can buy if you want 
instant power selectivity for a variely ot hunt- 
ing situations Use it at 2* for close-in brush 
Shots, 7x for longer range open country tar- 
gets. or in between for medium ranges. An 
excellent value in an all-round scope 



Reticle* 


Price 


item No, 


CH 


S148.60 


111600 


PCH 


- 


111603 


4-PCCH 


" 


111604 


4-Piex 


" 


111606 


3"-1"Dot 


S 163.60 


111609 


2x7x Accu-Range Variable" 




Reticle* 


Price 


Item No, 


AR CH 


£163.60 


111610 


AR 4-Piex 




111616 




3x-9x — For the shooter who wants the most 
popular, versatile scope available. Unques- 
tionably the most popular scope {either fixed 
or variable) with both big game and varmint 
hunters Use for long-range spotting and 
zeroing in on that trophy that s way out there. 
Turn to lower power and you re ready for 
woods hunting and poor bgnj conditions 



Reticle* Price Item No. 

CH S 165 40 112600 

PCH - 112603 

4-PCCH - 112604 

4-Piex ** 112606 

3 JJ -V Dpt $180.40 112609 

3x-9x Accu-Rsnge Variable* ' 

Reticle' Price Item No, 

ARCH S 180.40 112610 

AR 4-Piex - 112616 



“Reafieid offers a vsrrety of popular rerictas for 
badOtoriBi scopes See page l£ 

’’For a. delated explanation of me Redfield Accu- 
Hfloge option, see case 1 7 , 
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With eleven different models to choose from, Redfieid Tradi- 
tional scopes offer conventional round eyepiece shooting for 
every type of situation. 

These scopes have the same high quality standards that 
are built into the Widefield models. On the variable Traditional 
models, the lever nut on the power ring is slightly lengthened 
for easier, one-hand adjustment. There is also an improvement 
in the turret cap design. It has a knurled area which makes for 
a better gripping surface. Traditional models are constructed 
of the same high-strength aluminum alloy used in the higher- 
priced Widefield line. They're tough, durable yet about two- 
thirds the weight of a steel model All Traditional scopes are 
magnum proof and are finished with a hard, anodized coat 
rather than being blued. This gives them a beautiful lustrous, 
dark finish that's virtually scratch-proof and rust-proof. One- 
piece tube construction prevents leakage of nitrogen and en- 
trance of air that could cause fogging. 



m 



The new Redfieid Royal, The newest innovation from the 
leader in the sporting optics industry SAFETY for the ever- 
increasing popularity of the magnum rifle, such as the 7mm 
magnum, 300 Winchester, and the .358 Norma magnum. These 
rifles, with the high recoil, can cause the "half-moon 1 ' effect if 
the scope eye relief is not sufficient. Not any more. The 
Redfieid Royal offers you eye relief of 3'A to 4% inches. that's 
an extra J4 inch of eye relief. 

This is the scope for the perfectionist. Weve taken our 
most popular, and versatile style. the 3x-9x with a 4-Plex reticle 
then added the extra 'A inch eye relief. Making the Royal the 
scope for those fast snap shots. The Royal gives you an extra 
margin of safety to go with the finest rifles. The extra ccSfrte 
minimal; the extra margin of safety is fantastic. 

Background: Rifle shown with a fixed 4x power Traditional scope 1 
mounted with our new 1R integral one-piece ring and mount . 
Foreground : Rifle shown with new Redfieid Royal Traditional 
3x-9x vanable scope (extra eye-relief for use with magnum rifles } 
mounted with our new high-polished JR rings that complement 
the high polish on the finest guns , 






FIXED POWER 

2Vax ideal for close-in brush work An 
amazing. 43tooi field of view with good light' 
gathering qualities tor shooting in the ©arty 
dawn or late dusk hours Small and compact 
for fast gun handling Economically priced 
with all the features of the 4 % below 

Reticle 4 ' Price item No. 
PCH $69.90 132103 

4-Plex H 132106 

4x Great versatility tor both dose and 
moderate range shots The most popular 
fixed power scope with hunters. Ught weight 



4x( W tube) Lightweight (6 Vi ozs.) and 
compact 4 9% Tong). The quality choice 
for a .22 or other smell caliber gun. Precision- 
ground, coated glass lenses — not plastic. 
Although sized for use on kght caliber nfies. 
it will withstand magnum rifle recoil. W 
tube diameter 

Reticle" Price Item No. 

4- Rex $44 SO 13S006 

6x An excellent varmint scope tor medium 
to long range targets Extra magnification that 
can be deadly in the hands of an experienced 
n fie man who hunts in open or mountain 
country. 

Reticle* Price Item No. 

4-PEex $95.90 136106 

8k Popular choice with both tug game and 
varmint hunters Scope objective bell has an 
external paralia* adjustment sleeve marked 
in both yards and meters which allows adjust- 
ment from 60 yards lo infinity. Positive stops 



Provides the accuracy found in a fine target 
scope yet it s In the price range most hunters 
are looking for. 

Reticle" Price Item No. 

4-Piex S1 16.90 137106 

lOx For benctwesi and varmint shooting. 
Has an external parallax adjustmeni sleeve 
marked m yards and meiers {50 yards to 
infinity) similar to 8x. Outstanding accuracy 
at a somewhat lower price than a specialty 

target scope. Reticle" Price ftemNo. 

4 ‘Flex $128 40 133106 

VARIABLE POWER 

2k-7x Powerful enough for long range use 
and with a 42-fool field of view ai 2x tor close- 
in shots. Offers a wide power range tor all- 
purpose shooting. More compact and less 
i me 3x-9x, jK 



expensive than 

Reticle 
4 -Rex 
PCH 



Price 

$112.80 



Item HH 

12210P 

122103 




Rill 6400 

RM 6400 Scops Specification* 





16x 


20x 


24 x 


Actual magnification 
Dear aperture of 


I6x 


2Cx 


24x 


object Lens 


1 .500" 


1*500" 


1.500" 


Exit pupil 
Field of view at 


2.4mm 


1.9mm 


1.6mm 


100 yards 


6.3' 


4j9’ 


4.5' 


Eye relief 


3.0" 


30" 


3.0" 


Overall length 


17.0" 


17.0" 


17.0 


Diameter of lube 
Outside diameter of 


1,0*’ 


1.0" 


1.0" 


objective end 
Outside diameter 


2.0" 


2.0" 


2,0' r 


of syep<ece 


1.5” 


1.5" 


1.5' 


Weight 


18 oi. 


IB 01 . 


18 OZ. 


internal adjustment 


v» or 


Vi or 


■ s Of 


dtck 


V* MOA 


V* MOA 


v* MOA 



Technically one of the finest engineered scopes available for 
competition shooting or vamninting 

Available in I6x, 20x and 2Ax. Exceptional optical clarity that 
you've got to see to believe. Receiver- mounting eliminates differ* 
ential vibrations between receiver and barrel. Weighs only 18 
ounces and measures just 17 inches in length. Field of view at 100 ■Vn 
yards is 6.3 feet in 16x. You can specify adjustment knobs that are \ W 
either 1 6 MO A (Minute of Angie, or 1/4 MOA. Accuracy is an as- 
tounding ~ 1 32 MOA or less. Packaged in handsome, high-impact, 
styrene carrying case, 









Vs MOA 


Vk MOA 




Reticle* 


Price 


Item Ho* 


Item No, 




FCH £24920 


128611 


128111 


16x 


MCH 


Pi 


12B610- 


128110 


Vs ' Dot 


* 


1 2661 7 


128117 




Vi 'Dot 




126612 


126112 




FCH 




126621 


129121 


2 Ox 


MCH 


- 


126620 


128120 


W Dot 


** 


125627 


128127 




Vi ' Dot 


“ 


128622 


128122 




FCH 




129631 


128131 


24x 


MCH 


•* 


128630 


126130 


Va. * Dot 


- 


128637 


128137 




■V Dot 


*- 


126632 


128132 




Maximum internal 




adjustment 


60MOA 


6QMOA 


60 MOA 


Reticle adjustment 


Internal 


Internal 


Internal 


Finish 


Anodized 


Anodized 


Anodized 


MCH covers at 


1 00 yards 


.125" 


,125" 


.125" 


FCH covers at 


1 00 yards 


,093" 


,093" 


.093" 



Redfield RM 6400 target and varmint scopes now featuring both Ve or V4 MOA ‘‘clicks," 






1. Standard target rings and mounts. 



2. JR.'SR rings and mounts 



3. FR 



729453 



Mounting Systems for the RM 6400 

Three different mounting systems are compatible 
with the RM 6400 scope: 

Standard Targat Rings and Mounts 
(Syttam Walght 5,5 or J 
Big Bora Bata Sat (Use Rings 522036) 

Rtfi* Prtc# 

Browning 76 $6.00 

Remington 40x & 

700 tong Action 
Remington 4Gx & 

70 0 Short Action 
Savage H2-V 
Winchester Model 
70 Target 

Small Bora Base Set (Uaa Ring 522035) 



Item Wo, 
729522 

729451 

729452 

729523 



$9.60 



Anschutz 1400 Senes 
B$A ISU 
Remington 4Qx 
Winchester 52 
JR SR Rina* and Mounts (System Weight 7 ez. JR. 
Base and 0 oz, SR Baae). the versatile JR-$R system 
■'allows mounting the 64C0 target scope on a multitude of 



729G54 

729055 

729052 

729053 






Metallic Silhouette/ 
Varmint Scope 



LISTO! FUEGO! 



C' 

" ,r '■ ■’ 



Versatile varmlntar, too. 

Wish 0 D 1 MOA accuracy BUfiranieect ii seasy to 
see why Itus stop* is a favorite w-Sh uarmini hun!;- 
ers. You'll star; making shots you ve iwen pas- 
sing up price yov re equipped wrth This super- 
accurate scope. — 





Raticta 


Prig* 




Ax 


4. Pi** 


5109.00 






vs 11 301 


123,30 


!361ST 


Hi 


APftU 
■ ? ’ dot 


12218 


137156 

137152 


IOi 




141.60 


133156 




V pot 


*56 ID 


133152 


12* 


4-Pjfl! 


151.20 


134156 


act 


165 50 


134152 


3a-9* 




173 A0 

187.70 


113656 




; r-rx dot 


112659 


Aecu-R*np* 




167 70 




3*-»x 




£02.00 


1i20e9 



Accuracy to less than 0.01 Minute of Angle 
with Va MOA “clicks" on fixed power scopes. 
3x-9x variable model with 0.56 MOA “clicks.” 

Available in Sx. 8x. 7 Ox, J2x and 3x-9x 



The same scope 
used to win the 
1976 Nat ionaS 
Metallic 
Silhouette 
Championship. 



lt‘s little wonder that Redfield would be 
first with a scope specifically designed for 
the new rifle sport of Metallic Silhouette 
shooting which originated in Mexico. 
Special functional features — worked out 
from ideas, suggestions and first-hand 
interviews with the people who participate 
in this exciting new shooting game — 
have been incorporated into the MS 
scope for a degree of accuracy we believe 
is unmatched. 

Metallic Silhouette targets are heavy 
metal, life-size cut-outs of chickens, 
javelrnas, turkeys and sheep shot at 
ranges of 200, 300, 385 and 500 meters 
respectively. 

Matches are shot off-hand with no 
sighter shots allowed between relays. A 
precision scope is essential for consistent 
hits and winning scores. Target must be 
knocked down to score as a hit. 

Accuracy to 0.01 MOA over the entire 
adjustment range of 200 to 500 meters is 
verified by a factory test on hysteresis 
data supplied with each scope. The op- 
tical clarity in an MS can t be matched for 
crisp detail in the entire field of view. 
Adjustments are magnum-proof and 
non-drift. 

The fixed power MS models provide 12 
MOA adjustments in one revolution of the 
finger knob. You go from chicken to sheep 
ranges in less than 360" of rotation to pre- 
vent being off one or two revolutions 
when resetting. 



Indicator dial can be either 
pinned (with locking pin pro- 
vided) or rotated without chang- 
ing the original click adjust- 
ments. Dial can be scribed for 
different load performances. 

There's a removable fmger 
knob incorporated on the click ad- 
justment. Windage and elevation 
adjustment standard on all models, 

4 -Flex or dot reticles standard on 6x, 
8 x, 10 x. 12 x and 3x-9x, 

FIXED POWERS AVAILABLE: 

8x, iflx and 12* have Adjustable 
Objective with easy parallax 
adjustment from 46 meters to infinity, 
Calibrated in Melallic Silhouette range 
graduations of 200. 300, 385 and 500 
meters. . as well as m yards, from 50 
to infinity. Tough, lightweight, anodized 
aluminum alloy tube, 1" diameter. 

6x; factory preset parallax , . . zero 
at 300 metes. 

3x-9x WIDEF1ELD VARIABLE: Fac- 
tory pre-set parallax, zero at 300 
meters. Maximum allowable parallax 
between powers is V* MOA. At 200 
meters, parallax is 0.3 MOA maximum. 
This is the scope for shooters who like to 
experiment with various power settings 
The 3x-9x is also an excellent hunting 
scope in addition to its Metallic Silhouette 
capabilities. Durable, scratch- resistant, 
anodized aluminum alloy tube, 1 
dia Also available with Accu- Range 




Metallic Silhouette — Nominal Scope Performance Specifications 
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3200 Target 
Scope 

Available in 12x, 16%, 

20x and 24% 








Yorld's first official 
“6400" was shot with 
this Red field model. 



.mficentty clear and sharp opiics increase (he shooter's ability 

■tn?, ,n r ° nd m ' ra9 f and t0 see exacl| y where his reticle is on 

irate i m moI ^k " M ° A a 4 us, “ capable of “ 

■rate .. 1 32 MOA wiih every positive click. 

Comes complete with sunshade, lens caps and ring mounts 

Asthf r t? erf '! e a I ,es Handsome SI y f ene carrying 9 case 
As the first sea led target scope wilh internal adjustments the 
las been used to set many national target shooting records 
^ing the world s first official ' 6400 .' Itsreputatton tor accuracy 
made it a favorite with both bench-rest and varmint shooters/ 

3200 Target Scope* with Ring Mount* 





RETICLE 


fTEM NO. 


PRICE 


12x 


FCH 
MCH 
v * 1 Dot 
Vi' Del 


Ilgg 

r- t-. 

<N Oi CM 


5244.90 


16x 


FCH 
MCH 
Vi J Dot 
Mi' Dot 


127010 
1 S 7011 
127 G 12 
T 27014 


- 


20x 


FCH 
MCH 
Vi' Dot 


127020 

127 G 21 

127022 


- 


24x. j 

lyr and T.' 


FCH 

MCH 

y* 1 Dot 

doti «-ia available 


127030 

127031 

127032 

at additional coal. 


“ 



MU BORE 
0 BORE 



Tafgiit Ring* (Extra PalrJ 
ITEM NO. 

522035 

522036 

Specification* 3200 Target Scope 

18 * 2 Qx 



PRICE 

5 21,40 



■ja] magnification 
ar aperture of objective tens 
pup Li 

■■t* of vie* a: 100 yards 
relief 
rau length 
meter of tube 

5 «ie diameter of objective end 
iide diameter pf eyepiece 
gbt 

mal adjustment click 
mum internal adjustment 
cfe adjustment 
H covers at TOO yards 
covers at 100 yards 



12 , 1 k 

7.600" 

3 mm 

6 . 5 ' 

23 h * 

1 " 

1 - 000 * 

1 . 062 * 

27 ozj. 

Vk * (MO.AJ 
60' fMOAj 
internal 
. 125 * 
. 093 " 



15 . 9 x 
1 600 " 
2 mm 
5 . 2 ' 
same 



20 . lx 

1.600" 

1 . 8 mm 

4.1' 

same 



24 * 

24. lx 
1 600 " 
1 . 5 mm 
38 ' 
same 



Mounting rebarreied and custom riftes 



For ,22 Rimfim Prmes 



J60 

NOl,e SPAN 


hem NO. 


"W 


560 

HrOk.E SPAM 


JTEM NO. 


PRICE 


ISO 

200' 

2rj- 

230" 

-250 

350 


72&&S 

729030 

T&C23 

rakoe 

729037 


$ 4A0 


220 

33tr 


729022 

729020 


S""-4C‘ 



An enample ts shewn tn me lustration at^ave Most nlles have a ho* ni rao 

nfles ar?a 6 S*a| , fcm£ t SS 2 3nd j a: the fron! mounting position. Anschutz 

“ Bfe 660 al both MS *™ Individ yal bases a , e rstod below (be SSm. 

individual Sates For Cenlerfrre Rifles 
BARREL “‘BSsf^ L * B «r G£ 

DiAk^ JDOSOOT.RDS ITE.RO soo ,™ TAROS ™« 0 



exr 

TOO 
■s nr 
#sr 
i <mr 

] w 



7=9313 
7796 : i 
72«»6 
73 ^oe 
nzsfif* 
T 7 s«rr 
73 MOS 
tSS&yt 



PfilJCE 

S4.00 



" ’S 5 4 00 4 aj-*.» 

°flf> 5 «r ?&6t% „ . r.. 

■Jp-S* - 3 fiS XSU 

"" iJjaOB s< i;-i , .jLn 

1. 

Ifr WtH? 7196 Q 5 a. ; a .- , ^ 

*^ 5 * T ** 0i " rSTOQ, 

mwmm^ 

£B 



Mounting Factory Barrel ad Rifles 
Small Bore Salt- Aligning Baa*. 

tttm Ho. 



R1F1.E 


«0DEi 




1*GS. VIC, }4ll, }*T3 


E£*. Wxriihj 


lx!* 114. U* FV 


flarT.lrijtQn 


37 


fi«r i .insTori 


5131 t 54 CX 




ASX Stingam Barrel 


finn-.lTiglan 


4QX Ntav) S+t'mi 


Wiechaittr 


52 



71 TO 04 5 8 K 

729006 
729QDQ 
73 MC 1 
72*002 
720CQ7 
72*003 

b ," 6 '° r '"I.. « U io«b „«h ,h* o„ c ,n.! 



Big Bora Scopa Bam- Cenfa rfln Rjfla« 

" 0DE! - ITEM WO. 



- » Siko *amwu 

rc 746 Ftont ftfc PW| 

r M0 S ear. Ft g* R* 



h 1 H 

R*rrinjptm 

Rau'ntr.gian 

R#^ng*en 

R*r™vvjj[on 

sR#Ti^gti^i 



S*kp 

SotingA^icI 

WMltHfiy 

WKtfUftj 

WVKX*il*r 

WncfsBdi^ 



LXI71 Ug-pBi*- 

TO 

4C*a&fi flirr.i 
4 CXB ^vy fliiTfr 
*3X6t5b { 2Q 9mn*H 
4GxS,br (Jfl - : 

700 Vwrrvr.t Sp*£i*i 
70 ola m 
70C&A. 721 
1-V 
U77V 



os a bsA3 

2S” Wyy Si-Tib 
Vl.-T^iThni*;*! 

70 T*fp*|t i VBruvrJ 
jftot Drn*c, 

70 7*15* 4 Vt-Twyt 
tDcxec- 
7B SW 6«rr* 



Mrp 

*4 WOE 

10 Q-W 0 



724400 
724401 
714407 
77 B 4 G 1 
72*401 
72*4Dfl 
724400 
72*414 
72*402 
724402 
7244*4 
7244 *.Z 
72*4 tj 
774411 
724402 
724*04 

72*406 

7244*3 

72*404 



LOHQ 

E 

BM-iasc 

yd*. 

729 KM 

724407 

72950t 

72*407 

77 * 40 ’ 

72640 C 

72*414 

Tssioe 
72 ft*Ct 
72 * 40 ; 
72*404 
72 S 512 



72 *40t 
72 * 4^7 
72*^37 

774400 

72*503 

72 W 02 



JftlCE 



saspsisss 
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a The mart of 3 RedUeld scope ls tm 3tns 
system "ffifnSaciufed only from the finest 
IJaliiJ optical glass blanks available, won tern 
is precision- ground, men polished to a surlace 
idlerance measured in millionths of an tncft. 



a ReOiiefd scopes are tilled with high-punty 
extra- dry nitrogen !, — BO" F dew point.) and 
sealed wish Nitrile O- rings made to aero- 
namical specif nations to present Ming. The 
scopes are then tested on a mercury 
assurance mat the scope cannot adow the 

t rtri.c .1 iirfp-laGen a>r 10 



c The Amoage and elevation adjustments are 
SKSn precision pens l.tteO to each 
!!*S??o o,« Smooth, positive atJjusimrmt. ana 
ItJbflitv “uMfcVreco.l Eaon is hermetically 
sealefl to prevent entry ot moisture or dirt, even 
^iift the adjustment cap removed. 

D Adiusiment caps are tapered, not squared, 
so they won't catch on dotting or . ^ sh or 
A her. removing your rille from a seaboard, 




G eternal anodizing and light stops 

st:ay light rays and reflection io provide clear, 

ret teclion- tree mages 



H The cuter housing is crafted 
aluminum alloy lo. tne best “mb melton^ o 
^epQht and strength U is men giv& * 
hero. S&frUtk enoO^O tmi^ Pt^olna 
increased scratch protection over oremary 
failed hr-ishes. 



i Turret construction uses a douhie-sea : ed 
hDusinc design to protect the precision Internal 
Adjustments, sealing the scope assist moisture, 
dust or mishandling 




rm* j 
tf&lftigfliHctt >'*“J 



Standard Do 



J-P!f 



4 PCCH 



Crosshair Post Cross 

RelicFes 

Red field offers a wide variety of 
rentes m popular and proven styles 
Other reticles available at extra cost 
Wnte for tn formation . 



E Reafieia wa rtafc* models utilise an eras- 
S^e power ring with knot rather than ordinary 
.yfr^ece adjustment, providing positive ad- 
justment under an hunting conditions. 



*e<Jf.e3d scopes are lessee on a recci s.mn- 
■ $ , caf J aDie of a scope 

i?f n SKS of * 4f ^ ^enum U ic ffSSe 
! cfna?,' Q ° s mDOnen,S mee ’ lhe mosl '“SB™ 



c at * ,n sn «wfeMMnent* 
controlled, dusi-fre* atmosphere necess 

SJX'I®***? p / eclse sssembi* ooera3JQP $ 
SV Mi,!li ' s <U “< y co 0 ;. 
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ACCU-RANGE 



Here are typical holdover amounts for com- 
mon factory loads zeroed at 200 yards. 

Holdover for 

Yard* Rifle vital area hit 



Optional quick range-estimator 
available on most 
Red field variable power scopes. 




Accurate range estimation in the field is difficult 
for even the most experienced hunter That s 
why mc-fe and more hunters are turning to 
AcCu- Range to help them take much of the 
guesswork out of estimating distances. Here's 
how it works: to find the range on thisdeer : turn 
power selector ring until animal is positioned 
between upper parallel (stadia? wires. 




Keep turning the power selector ring until the 
stadia wires bracket the animat from shoulder 
to brisket Head the number at the bottom edge 
of the range indicator — in this case 400 yards 
which is 'the distance between you and The 
deer 




Once the range is known, you quickly deter- 
mine the holdover necessary lor an accurate 
shot with (he rifle and toad you're using. As an 
example, if you re shooting a 3Q-G6 with a 
I SO-gran factory load zeroed at 200 yards, the 
bullet drop a; 4Q0 yards is 26 2 Ballistic in- 
formation of this type is available from your 
gunsmith, sporling goods store or ammo 
catalog Scope can be left at same power or 
changed just as long as you maintain the con 
rect holdover required to hit the vital zone. 



300 yds. .270 S 3" 

300 yds, 7mruRM 7.0" 

or 

.300 WM 

3 DO yds, .243 7.B" 

30Cyds, .30-06 9 1* 

400 yds. .270 13,9" 

400 yds, TmmRM 2C_2" 

Of 

.300 W M 

400 yds ,243 22,6" 

400 yds. .30436 26 2" 

500 yds, .270 40.5" 

500 yds. .300 WM 40.7" 

500 yds. FmmfiM 42.1" 

500 yds, .243 46,3" 

500 yds, .30-06 53.0" 



How to interpolate yardage by animal siie: 
Animal 



Measurement 


Yardage la 


6 


y% of scale fearing 


9 


' ; of scale reading 


12 


; j o! state reading 


15 


S2 4 f of scale read-ng 


IB 


direct scale reading 


2V 


scale reading + 1 7 c o 


24 


scale reading - H 


27 


scale reading - 1 * 


30 


scale reading ■ ^ 


35 ' 


twice scale reading 



Example: An elk. measuring 24 from shoulder 
to brisket, 450 yards on she scaie *hen $e: between 
st ad a w^es T ake scale Reading (450} plus Vs {ISO) 
and elk is 6G0 yards away from you 
Common Animal Measurements 
Shoulder to brisket: Elk 24 , Deer 13"*; Sear 
IS”- Sheep 22' Antelope 14' Mountain 
Lion V2 , Coyote 9". Standing fuh length 
Chuck IB \ Gopher a 

Quick Field Estimator 

> t 

4 QC YDS, 200 YDS. SCO YDS 

NOTE: For quick field estimating of the dis- 
tance, the hunter can preset a given range and 
positron the animat in the stadia wires i hen 
check the scale ( see inset) If the deer happens 
to fit exactly shoulder to brisket and assuming rt 
measures 16', :hen it s the indicated distance 
(tor example, 400 yards). However, if the ani- 
mal appears twice as large as the space be- 
tween the wires, then it's roughly half the 
indicated d stance (200 yards), 
if its half as big. the animal i$ twice the distance 
away (800 yards) This procedure allows 
coarse range estimation without taking the time 
fc rotate the power nng io tit the animal size to 
the stadia wire distance. 




MOUNTING i 
SYSTEMS 
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JR RINGS AND 
JR/SR BASES 



^AH Rediiefd rings have ring screws with 
■jkxagonal sockets for maximum tighten- 
CSe capability. Note the new streamlined 
'*ing design which improves the overall 
appearance of a Red field scope-and- 
mount installation. At! RedffeSd rings 
are quickly detached from their mount- 
ing base. 



Available in 

low, medium and high heights 
depending on 

your scope's objective diameter. 



1 LOW: For scope! with Objective verges 
hesoW up to 1.6' Heaht: 0. t52" 

Price 117 60 Item No 522600 

2 MEDIUM. Per scopes with objective vertical 
height from i^io 1 9" Height 0 272*. 

Price 117 3G tt*m No 522605 

3 HIGH: For Scopes over 19" objective verti- 
cal height Height: O 4Q2* 

Price s 1 7 60 Item No. 522610 

4 Extra high POLISHED: Complements she 

tiiflfi poliih of some rihes 

Low Pftce $33 00 Horn No. 522650 

Medium Price *33 GO Hem No. 522655 

5 ENGRAVED RINGS Two heights available 
Low Price 133 00 pr Item No. 52262 3 
Medium Price 133.00 pr Item Np. 522622 

6 EXTENSION FRONT lor moving scope for- 
ward ot backward Extension 625 'iwith stan- 
dard rear) 

Low Price 124 00 Hem No 522603 

Medium Price $24 00 Hem No. 522600 

High Price $24.00 Item No 52261 3 



7 LONG EXTENSION FRONT Extension 1 ISO' 1 Rear 
ring standard 

Medium only Price 126 00 item No. 522625 

'Other combinations available Refer to pagers 21-22 

6 jr BASES ions piece, 1 Redfreid dovetail design 
permits scope removal with positive return to zero 
see illustration below Streamlined rounding gi edfles 
for added beauty. Many different base configurations 
to fit almost any rifle AH same pf ite 
Price $12 00 



9 SR BASES t WO p iece j. De n gne d f Or ft ties req u in r>g 
Greater cartridge loading access Same t+ghf-fiums 
dovetan design and streamlined rounded edges An 
bases $12 00 except following 



S R SDT LA 
5R MS 
SR SDT SA 
SR CS 



Price $20 DO 
Price $ 20.00 
Price S 20 00 
Price $21 00 



Hem No. 512016 
Item Np. 51201 7 
Item No. 512216 
Item No. 512073 






MISCELLANEOUS 
RINGS AND BASES 



1. FR rings and bases; A lot of mounting system for a little 
money. Preasion-machmed, hard anodized finish. Locking 
lugs grip the bases to withstand heaviest recoil. Knurled knobs 
let you move one set of rings from nfle to rifle. 

FR Rings item No. FR Bases 
$16,40 551100 £3.90 

For K Wid* 8? fetiVl **• ring artel rrtOjTl ! C rt * rf or, 21 and 2i 

2. FR shotgun mounts r specially designed lor mounting on 

shotguns for slug hunting. Rugged, Jigm weight, low mounting. 
Uses Ffl nngs p rice $ 7 .60 Item No. 513500 

2A. FR Shotgun Attach Slock; Additional attach blocks may 
be purchased separately so you can move scope from one 
shotgun lo another Price 5 3 50 Ho Sm m 

3. Adapter bases for .22 rifles without dovetail receiver: 

fit practically aEl types of .2 2's, 



Price 

$3.40 



Item No. 

614002 

614003 

614004 

614009 



Model 39 A Marlin 
Model 57 Marlin 
Mode! 10. 22 Ruger 
Browning Auto. .22 

4. Ring mounts for .22 rimfire rifles; available in m 
W* and V nng 5 as illustrated- Fit mounting grooves" 
and grooved adapter bases. Refer to item 3 above. 

Size 

¥4'* {most 22 sj • 

1" {most ,22’s) 

1" Ithaca 37 
Ithaca LSA55 
TiKKA 



Item No. 

550000 

551000 

551001 

551006 



MISCELLANEOUS 



MOUNTS 



Ifi Intregal Rings and Mount. An intregal ring and mount at a 
fraction of the cost of our JR nngs. The gripping power of this 
precision machine -bo red nng is superior to the fit Of a 
stamped metai strap offered by others at a similar pnce. 
Comes with hexagonal screws for maximum tightening 
capability 

Price $14 40 



Wfd*fl*id Bat-Thru 
mount*: The ihtagraf 
ona-pi sea daatgn indudes 
ring*. Machined alum- 
inum with handsoma* 
anodized finish. Contour 
edges Tha Saa-Thru 
mount lets your ay# 
switch Instantly from 
seep* to Iron sight* 
depending on the hunting 

Price $ H.40 



For a wiO# serr*cfJOJi of /nocreJs. ra!ar to nnp ana mount chmn on 
ptQeS 27 & 22. 
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7.B0 ' 15X51 

• 15005-5 • 

* 1500?*' ; 

* * 15007? -- 

» 150074- ’ 

150077 

'rt« ftwn No-, . 

7A0 150065'-- 

^ 150C56 

* ' 15C064 : *: 

* * • isocsa • 

* - 150064 . : 

9 ^50C66 

* "150056 

*' ‘5X5S .- 

" ■ . 150055 

9 15X56 

* . 150058 



■ Redfiey supreme lens covers p/ovide* ^ 

1 gsastgj»jss^ 

*\ ^g^SSSSSisSS. 

forbomWi^Snd *£ 



i ~ 



&torm Qy«en Lam Cowan 

by ftittrwd for many vws. Ftaid 

5*5 55^^?!^.^® 52 



Profit fcwpaj p flc * 

4& sx **> 

2x~7x -rt 

3x*$x * 

4x 

6x • * 



Itam HoJ 

150020 

150Q2Q 

150034 

T 50037 

150034 

150037 






\\UHf 



Traajjjcna] 5 copai 

2&x 



'■'if.: 



*5 30 



150035 
•150011 
150002 
150C36 
1 50002 
I5003e 
160016 
150016 



■4*(3f tube dlaj’ 

4x[1‘: u b«di*.i 

Sx 

K" 

8* 

lOx 

-Zxtusy 

**-12x 

6x-1Sx 






’ ‘ JS0C16 



%: 



150016 



‘ 



150016 






MISCELLANEOUS MOUNTS 

(Continued) 



d StghMn Tar- 
get#: Highly visible 
fluorescent orange lines, 
m Diamond shape allows 
7 immediate centering and 
'; alignment o? crosshairs. 
Sigfit*in instryctfons 
imprinted. Packages of 
B ioo. 

Price item No/' 

$ 6.50 100034 



******* + ** + + + + * + + 1,. + + + + 



i_, Colt Sauer SR Mount 

mol«£S!h ex,ra hish p01,shed mount that cor, 

ems ine sfeek - handsome lines ot the Colt Saner r ma Th .« 

S'sawcaEsSsaS 

bases have matching Hi-Poiish f .rushes. 9 



Base 

Low Rings 
Medium Rings 



Price item No. 

S 21.00 512073 

33.00 522650 

- 522655 



Model 94 Mount 

1 ?°“? f0f the popular Winchester Model 94 with too sh 

a ^ , UfaCtUfe " fr ° m a *"3* P*«»- High-strength aluminL 

^m a ^™ GC H ' Cn aCriined !cr per,ec! ,rt on !he MotkH 9a with m 
rf S ' nce Red(ie,a Sc0pes a,rea ^ »»* a wide ran 

ssssss^ ™ base ^ ' 



Price 

S 19,90 



Item No. 

551500 







- '■ && ' -■ : -Z ■ Z' y ~ ’ 7 ■• -- - • r - s - £ 1 * ^ 

_ 

Cfefar j 
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PRECISION TARGET SIGHTS 




Red field target sights have been the choice 
of top competitive shooters for many years. 
These sights are still one or the most popu- 
lar choices of some of the foremost shoot- 
ers at Camp Perry each year. 



A. The Mark 10 is a revolutionary new pre- 
cision target sight, designed, tooled and 
fabricated for ine mos: discriminating match 
shooter, h's built in the handcrafted tradi- 
tion of Redftuid— not mass- procured. Each 
sight is carefully Inspected for accuracy, 
using a hysteresis (backlash) loop. By 
charting adjustment clicks against actual 

TTPICAl, HYSTERESIS LOOP (BACKLASH)- 










drspEacemen) of the sight position, inac- 
curacies can be neid lo 0.0003 or less (see 
example). 

The Mark 10 features a mid and long 
range quick change position by removing 
one thumb screw (IB MOA) It can be 
mounted as either a left or right hand sight 
simply by piaci-ca the attaching b’oek on 
the desired receiver side, indicator plates 
and pointers can be shifted by removing 
lour windage and elevation plate screws 
and installing on opposite side. 

The total adjustment for windage or ele- 
vation is 36 MOA. Each click adjustment 
graduation Is Va or Vi MOA with accuracy 
of 1 32 MOA (.031 ** % 100 yards). 

The base mounting system allows po- 
sitioning movement of 1-1/ 16" for short 



aperture discs up to long diopter units. An 
adapter block is tapped for the 9.5m m . 
thread to fit the European mode' apertui^Hk 
and diopter units with two adapter buslf^ 
mgs to accept the standard Am eric a V. J 
discs. 

Price S 204,70 Vi MOA Item No. 713010 

Price « 14 MOA Item No. 713020 

B. No. 75 target rear sight—' ^ micrometer 
click adjustments same as International Re- 
ceiver Sight. All graduations are clearly 
marked in white. One side c 1 the elevation 
staff is left blank for shooter’s range 
markings. 

Receiver Sight Price Item No. 

No. 75 Receiver Sight 5 23 20 71*5050 

No. 75 Receiver Sight 

— for Rem. 540* - 714075 

C, International match* A favorite of the 
masters. Uniform, quarter-minute microm- 
eter click adjustments give the ultimate in 
precision, accuracy and dependability. The 
finest stee’ and qualify workmanship go 
into this superp Sight Divisions on the 
elevation staff are 3 Minutes Of Angie or 1 
revolution of the knob. One side of the 
staff ;s for: blank for your own markings for 
long range ma tones. Furnished with “a'' 
disc with 046" aperture 

Price Item No. 

5 '46.80 712000 
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Target Sight Bases and Accessories 

RedfieW offers you a complete line of bases and acces- 
sories to complement the target sights shown on the pre- 
vious pages. AH are manufactured to the most exacting of 
s pecifications m order to provide you with the most pro- 
^yssfona! and dependable sighting equipment available. 
Use the chart below for the proper selection of bases for 
receiver and front sights. 



Index of Receiver 



Sight Bases 



-75 



International 

Trus L>a$e provides a senes of 
threaded attachment holes to 
permit rear sight mounting 
locations for any shooting 
position. 



International 



Rear Attaching Bases 


PRICE 


base 


JTEM no 


£6,60 


W37G 


715000 


if 


W49Q 


71&001 


m 


Wd/0 


715002 


ft 


WB370 


7 1 5004 


tt 


WQ490 


715005 


ff 


WB07O 


715006 


m 


R37H 


7 15007 


n 


H40X 


715008 


tt 


R640X 


715023 


H 


R513 


715009 


>’ 


USA Htgn 


715017 


u 


BSA ISU High 


715032 


t* 




$A64 
FN-Spec 
Mauser 96 Spec 
Spgfld. 03 Spt.-c 
Spgftd. C3A3 

Erri Spec 
SA141 i 
Roger Mini 14 



7 1 SOI 9 

risoi i 

715012 

715014 

715015 

716015 

715021 

715015 



PRICE 

$ 6.60 

$ 9*20 



H 

H 



Rear Attaching Bases for *75 



base 

76 RTA ■ 

75 T52 
75 HW 
75 mv 
75 H V 
75 RT High 



ITEM NO. 

715000 
7 1 6001 
716002 
7 l 6003 
716006 
716010 



PRICE 

$ 4.60 





Index of Front Sight Bases 

Special base for Small Bore 
shooting. Height given is for 
the lower or 100 yard step. 50 
yard step is .054' higher, fast* 
convenient, saves wear on 
your Receiver Sight. 



2-Step Screw-Attached-Bases 

BASE HEIGHT ITEM MD, PRICE 

III" ,723050 $560 

723051 

'Hi' 773052 

■■■ -.773053 * 

723054 

■Jg, p 723056 

475 723057 * 

III” ....... 723066 

-575'. .... 723059 



BASE 

.2765 . . 
.325$. 
.3755 
.4255 
.4755 
,5255 . 
5756 ... 
.625$ 
,6765 



ITEM HO. 

. -723003 
.*.723004 
. ,723005 
... 723006 
723039 
. 723020 
...723021 
. .723022 
723023 



Special front Bases 



PRICE 

4 40 



Screw-Attached ($) 

Front Bases 



B ASF HEIGHT 

.1755. , 

225S 



item ho, 

. . 723001 
.723002 



P»IC£ 

$4.40 



BASE 

- 175-5 Z 3 
*373 513 
.175 SR... 
,325 5R 
-425 SR . 
A 

A3. 



ITEM NO, 

723013 
..723014 
- -723024 
723025 
723026 
. -72303 5 
723016 



eeict 

$440 



M 




1 

J 
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Regal variable power spotting scopes 





Scop© Specifications, 



The Regal... 



LEISURE 

OPTICS 



These A,FT*encah made tog proof 
spot png scopes assume constant 
focus as power is changed And 
the cttcker or detent positions 
give you dicks" you can feel 
as you change power. The sep- 
arated power and focus rings 
offer cne hand adjustment and 
eliminate contusion when chang- 
ing power or focus while look- 
ing through The scope Available 
in either 1 5 x-45k or 1 5 x-6Qk. 
Comes with unique sighting 



device 



* Fog-proof. 

* American made. 

* Optimum light transmission and resolution. 

* Dicker or detent position for power ring adjustment. 

* Separated power and focus rings for easy adjustment with 

* Available in 15x-45x or 15x-6Qx variables. 

* Comes with new unique sighting device 



Item No. 

15x-45x 126010 
15x-60x 126020 



Price 

5232.20 
267 90 



Sighting Davie*. Unique 
new sighting device attache* 
quickly to you spotting scope 
enabling you to easily sight 
game using an open sjghi so 
that large’ is not losi in con- 
fusion of trees and brush. 
Once sight i$ a-med at gama 
scope is pointed directly al 
your desired targe! 

Price Item No. 

5 4,90 126655 



Sighting Device Toe new 
Redfield sighting device 
included with ell Regal 
model variable power 
spotting scopes 



Actual magnification 
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Standard Spotting Scope Speclflcationi. 
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Carrying case. Custom made with double handle for load 
balance Designed to accommodate your Redfield spot- 
ting scopes, tripod. bipod, window mount, tree mount and 
other accessories. Made of high-impact styrene Hold- 
down strap Included 



Price 

S 47.20 126400 



Both feature a large objective iens system forgathering 
the extra fcghl needed for good resolution at high pow- 
ers Retractable eye shield and built-in sunshade 
Available in I5x-45x and I5x-60x< 

Price Item No. 

1 5x*45x S 179.00 126045 

1 5x-60x 229.00 126000 



Spotting scope sighting device item no. 7 26655 sold separately : 
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O s pt> w*r binocular Ideal lot hunter, back- 
pu-kcn,, isi;is fans, ftc-tjl &mm optics make 
ifus Otnocula* Amfljlngiy lightweight Wfti£hs 
;u>l 5.4 Cajfy tr. shift COine! 0* t, i.j int 

c?firit r sharp resolution, fritfivtoufil eye lotus 
20 rq it £ibi tri t. ve crarneter Neoprene eyepiece 
cup shleJds ou: ransom sun rays. Comes *ith 
carrying case, ! any a rtf Dimensions folcedJ I#/' 
high X 2!^” «:Gs * long, 

price Hem No. 

S97.&G 12S1&C 



6 E power binocular. Same quality oewes end 
lea lures as sr»o BX except in lo^or power 
it mm cfci active diameter. Weighs only 4 o*s 
in ftecheid red. Dimensions Unload '\A n high k 
C?*" wide x 2 %* long. 

Price Item No. 
S69.50 1231 50 




A fl power monocular Favorite ol burners, hack’ 
packers and sports spectators Carry irt pocket 
i;kifc; a cigar e*£Q ponsr roof pnsiTi cosigin. 
VVt. 2 ois Comts with case and lanyard in 
Recrfietd red 

Price Horn No. 

14740 1260S0 

B Wtdeileid 8 power monocular. For the sports- 
man and soofls Spectators who desire a wide- 4 
range hfctd of Jiew, Redf*eJd has introduced the 
unique B>24 Wide field monocular With the 
Wideheid you actually see 20% wider held of 
vie* than with a standard round eyepiece retort* 
ocular ¥Vt. 3 025. Comes wiih case and lanyard 
In Redtield rad 

Price Item No. 

164 00 12&0&4 



OPTICS AND 
ACCESSORIES 



C. Magnifying adapters. instantly convert round 
8x20 monocular to powerful magnifying glass. 
Available in 25.X and 60X Use for e vaipeijon, 
examining Photo slides. color reproduction in 
print, inspecting oamtings and o;her works of 
art or for close, critical work of any kind from 
e I ett romc s i o eng ravin g 

Price Item No. 

25X ill 40 126525 

50X 14 40 126550 




R Adjustable Saddle Head Completely 
redesigned lor a st ream lined appearance 
and reduced weight. Improved mounting 
attachment fits almost any spotting scope 
Enables you to use spoking scope on tri- 
pod. bipod. ;r^e mount or window mount. 
Redesign feature eliminates cumbersome 
aircraft type hose clamp 

Price $29.40 Item No. 1 265 1 2 

G. Universal Mounting Hoad This rotating 
swivel-type mount can be used in place 
of conventional saddlehead on bipod, tri- 
pod, hunter tripod, window mount or tree 
mount for spotting scopes or cameras. 
Eliminates weight, bulk & necessity of mi- 
crometer screw type adjustment found on 
conventional bipod and tnpod saddle- 
heads Provides rapid field adjustments 
with sufficient accuracy for spotting scopes 
up to 60x. 

Price $11,60 Item No, 126520 




A. Hunter's tripod. Telescoping legs 
extend from minimum height of 18 
inches to s maximum of 36 inches to 
allow hunter to spot sitting up instead 
of prone, if desired. Three legs rotate 
and lock to allow various leg lengths 
depending on terrain. Ideal for use 
on either steep, rocky inclines or on 
a flat benchrest. Light and compact 
for easy storage in back pack or horse 
pack. Rugged construction to with- 
stand the knocks and bumps of the 
trail Accepts saddle head or univer- 
sal mounting head. 

Price $58.70 Item No. 126511 

E. Tree Mount. Screws into tree trunk, 
i/or clamps to tree branch, stump 
or fence post to provioe stable base 
for glassing distant objects m comfort. 
Two pressure screws at bottom pro- 
vide softd stabilization. Also doubles 
as bench rest using “C" clamp on ta- 
ble. Takes up little room in a pack but 
can be invaluable on a hunt especially 
while glassing from camp. 

Price $10 60 Item No. 126615 



B, Bench Shooting tripod. This stand 
is the choice for target range spotting 
Provides stable base for even the high- 
est power spotting scopes. Comes 
complete with adjustable saddlehead. 
In Red fie Id red. Item No, 126510. 

Price $39.20 Item No, 1261 TO 



C. Shooting Range bipod. Designed 
for the target shooter who fires from 
the prone position. It provides the 
extra elbow room he needs for com- 
fort and efficiency Comes with ad- 
justable saddlehead Jn Redfield red. 
Item No. 126510. 

Price $ 39.20 Item No, 126210 



D. Window Mount. Clamps quickly to 
window glass of car or truck to pro- 
vide a steady hold for spotting scopes 
Adapts to standard saddlehead or 
universal mount. Particularly valu- 
able for open country hunting of an- 
telope and varmints 
Price $8 00 Item No. 1 26500 
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Outdoor Sports Industries 
offers today's sporting tn- 



ihusiasis quality products 
cowering a vast field of out- 
: door interests. Colorful 

division catalogs present 
compieta lines which are 
readily available at retail outlets through- 
out the world. 



CAMP- MG A SKIING 



Gerry 

54 SO North Valley Highway 
Denver, Colorado B0216 



Tempco 

414 First Avenue South 
Seattle, Washington 981 04 



EQUESTRIAN SPORTS 



O-S-J. of Canada Ltd. 

700 Wellington Street 

Windsor, Ontario, Canada N9A 5J4 

Partrade 

P.O. Box 1886 

Chattanooga, Tennessee 37407 
Schotze Tannery 
3100 St. Efmo Avenue 
Chattanooga. Tennessee 37408 

SAILING & BOATING 



Hard Sails 
204 Main Street 
Jsiip, New Yoric 11751 
Kenyon Marine 
New Whitfield Street 
Guilford. Connecticut 0&437 



LEISURE OPTICS 



Redfteid 

5800 E&st Jewell Avenue 
Denver, Colorado 80224 
Redfield of Canada 
700 Wellington Street 
Windsor. Ontario, Canada N9A 5J4 

RACQUET SPORTS 



Court Casuals 
11755 Exposition Svd. 

Los Angelas, CMtomi* 90DS4 



/ * 



5800 East Jewell Avenue 
Denver, Colorado 80224 



Redfield of Canada 

^ 700 Wellington Street 
Windsor, Ontario, Canada 
N9A5J4 




